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help in his much desired overthrow. Petty motives were unhappily at the root of the great scheme. Who better to lead such an expedition than the brother of the new favorite whose success might discredit the husband of the old one? Accordingly General "Jack" Hill, brother of Mrs. Masham, was appointed to the chief military command and an admiral hitherto little known but of good habits and quick wit, Sir Hovenden Walker, was to lead the fleet.
The expedition against Quebec was on a scale adequate for the time. Britain dispatched seven regiments of regulars, numbering in all five thousand five hundred men, and there were besides in the fleet some thousands of sailors and marines. Never before had the English sent to North America a force so great. On June 24, 1711, Admiral Walker arrived at Boston with his great array. Boston was impressed, but Boston was also a little hurt,-for the British leaders were very lofty and superior in their tone towards colonials and gave orders as if Boston were a provincial city of England which must learn respect and obedience to His Majesty's officers "vested with the Queen's Royal Power and Authority. **
More than seventy ships, led by nine men-of-